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A* WE BELIEVE SSB DISCREPANCY REF B DUE IMPROPER MATING OF 
CANNON PLUG OR FAULTY TRANSCEIVER * NEW TRANSCEIVER BEING INSTALLED 
AND CANNON PLUG BEING REWORKED* FLIGHT CHECK AT ALTITUDE WILL NOT 
BE POSSIBLE PRIOR LAUNCH OF 3254. 

8. IN VIEW MQS COMMENT PAR E REF A, PLS ADVISE IF YOU DESIRE AIR 
ABORT IN EVENT INABILITY TO RECEIVE SSB AND BIRDWATCHER AT ALTITUDE 
STILL EXISTS ON 3254. 

END OF MESSAGE 
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